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Single-Level Resonance Parameters Fit Nuclear Cross-Sections 


For the first time, least-squares analyses of 
experimental differential cross-section data for the 
nucleus U 235 have yielded single-level Breit-Wigner 
resonance parameters that fit, simultaneously, three 
nuclear cross-sections — capture, fission, and total. 
Previous measured values of the parameters yielded 
derived cross-sections that agreed at best with only 
one or two of the three measured cross-sections. 

The resonance-capture and fission integrals calcu- 
lated from the resonance parameters obtained for 
neutron energies of less than 63 eV agree within 3% 
with the corresponding direct numerical integration of 
the cross-section data. Earlier simultaneous measure- 
ments of the fission and capture cross-sections for 
U 235 (ref. 1) were used in the analyses, resolving 
the discrepancy between measured and calculated 
values of the quantity a (a - ratio of capture- 
resonance integral to fission-resonance integral). 

Two sets of resonance parameters have been de- 
rived. They differ only in that unit weighting was 
used in one analyses, while weighting inversely pro- 
portional to the cross-section was used in the other. 
In addition, the effects of fitting only two of 
the three nuclear cross-sections — total and fis- 
sion, and capture and fission — were studied. 

Two multigroup cross-section libraries for the re- 
action (neutron + U. 235 ) have been generated. Each 
library treats a different section of the energy 
range to which the two sets of resonance parameters 
were applied. The value, 0.51, calculated for the 
ratio a for either library agrees with the accepted 


value, 0.50 zb 0.02, derived from reactor integral 
measurements. 

The two sets of resonance parameters and the 
cross-section libraries should be useful in reactor 
calculations for any nuclear reactor fueled with U 235 . 
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